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Acme Engineering Co Pty Ltd was established in 1949 when it 
commenced the manufacture of connectors for the electrical and | 
electronic engineering industries. 


The company became part of the James Hardie Industries Group in 1972. 
Acme had supplemented local manufacture with imported US Mil-Spec 
connectors and made the natural progression into cable sales. : 


The name change to Acme Electronics was made In 1981, as the focus 
was Clearly on the rapidly developing electronics industry. Acme has 
always specialised in RF connectors for the broadcast industry and stil 
manufacture to special requirements. Many of these products now have — 
applications for data transmission and the product range has alsobeen 
expanded in this direction. | 


Overseas manufacturers represented by Acme include Greenpar 
Connectors (England) and Kings Electronics, Grayhill and Belden 
Electronics (USA). 


Greenpar Connectors was established in 1945 and manufactures 
competitively priced coaxial connectors of excellent quality. Acme stocks 
an extensive range, with all other products avaiiable on indent. 


Kings Electronics was founded in 1947 and is one of the few US military 
QPL (Qualified Products Listed) manufacturers of connectors. Acme 
stocks many of their Mil-Spec products. 


Grayhill manufactures quality dip, keypad and rotary switches, including 
US Mil-Spec versions. Competitive pricing is available for production 
quantities of commercial grades. A selection of keypads and dipswitches 
are —- Rotary switches are indented, due to the variety of options 
available. 


Belden Electronics is a leading manufacturer of quality electronic cables. 
Acme stocks a wide range of their coaxial, multi-conductor and flat-ribbon 
products, supported by connectors to suit most applications. 


This catalogue details only connectors and associated products selected 
for stocking and |s only part of the range available. Additional technical : 
information and details of other products are available from all outlets. | 
Cables, switches and computer cabling systems are catalogued 
separately. 


Acme has sales offices and warehouses in Melbourne, Sydney, Brisbane 
and Adelaide, with active stockist agents in Perth, Hobart, Launceston . 
and Darwin. | 


Acme Electronics trusts you will find this publication of assistance. 
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THE PRODUCTS 


Siandard features of the coaxial and twinaxial 
connectors include machined brass bodies, teflon 
insulators, brass pins and beryllium-copper 
contacts. Body finish is generally bright nickel 
plating, however Some are gold or silver as noted. 
Acme made connectors, except the UHF and C27 
series, have gold plated pins and contacts. Others 
are silver plated unless otherwise stated. Square 
cut BNC and TNC connectors reduce cable 
preparation time as only one cut is required. 


BNC 

The BNC (Bayonet Nut Coupling) is a small quick 
connect, bayonet locking coaxial connector 
designed for RF use and best suits cables under 
about 8mm in diameter. This excellent generat 
purpose connector is the most widely used, being 
commonplace in radio, television and computer 
applications. For RF use a VSWR of less than 1.2 
to 1 at 4 GHZ Is typical. 


BNC HIGH VOLTAGE 

These connectors are the Kings MHV series and 
are for high voltage applications where a BNC- 
style connector would be preferred. They are not 
intermateable with the BNC series. Typical working 
voltage is up to 3000 volts. 


TNC 

The TNC (Threaded Nut Coupling) is a threaded 
coupling version of the BNC connector with 
identical specifications and applications. The 
increased rigidity of a threaded coupling gives 
amore consistent performance than the BNC. 
Coupling however is not as fast and a vibrational 
environment could cause loosening. 


This a threaded coupling, coaxial connector 
suitable for RF applictions to about 11 GHz. Typical 
VSWR is 1.05 to 1 at 4 GHz. At higher frequencies 
the performance depends on ihe specific 
connector and cable in use. Cables under 11mm in 
diameter are most compatible including Ethernet. 


TWIN 

several IBM computer systems use this twinaxial, 
threaded coupling connecior. Belden 9207 cable 
completes the hook-up. 


UHF 

The UHF (Ultra High Frequency) is the traditional 
threaded coupling RF coaxial connector. In many 
applications the BNC has become preferred for 
its smaller size and iast coupling. In other cases 
the N is used for its greater signal integrity. This 
low cost series is still popular for radio to 500 MHz 
with cables under 11mm in diameter. 


SMA 

The SMA (Sub-Miniature style A) is a small 
threaded coupling coaxial connecior with 
excellent microwave performance to 18 GHz. 
VSWR depends on the specific connector and 
cable in use. Bodies, pins and contacts are gold 
plated, however passivated stainless steel bodies 


are available. Cables used are usually under 5mm - 


in diameter including .141 inch semi-rigid 
(RG402/U). 


BETWEEN SERIES ADAPTORS 
Adaptors most often sought from one series to 
another are stocked. Many other combinations 
can be created by joining the required mating 
faces using a straight, flange mount or ‘‘tee’ 
coupler. A kit containing faces, straight couplers 
and assembly spanners is also listed. Within 
series adaptors appear on the appropriate series 
pages. The terminology plug or jack refers to the 
sex of the adaptor end Itself. Plug is the half which 
includes the coupling nut. 


RESISTOR LOADS AND COAXIAL 
JUNCTION BLOCK 

N and BNC terminations incorporating 1% half 
watt resistors are illustrated. The BNC shell 
C44-38 can be used to make terminations of 
various values. Coaxial lines can be joined or 
distributed via the versatile junction block. 


C27 PUSH-ON 

This series is used for TV antenna connection as 
well as some radio transceivers. The Acme plugs 
are to suit the popular radio cables only. Low cost 
versions for TV aerials are readily available from 
TV accessories stores. Adaptors to other series 
are popular for radio and VCR applications. 


RF CONNECTOR ACCESSORIES AND 
PIECE PARTS 


This section covers a few spare parts and _ 
accessories often needed in association with the 
use of coaxial and twinaxial connectors. 


C93 RF PATCHING SYSTEM 

The C93 series connector was developed by 
Acme in 1973 to satisfy a need in the TV industry 
for quick, reliable and inexpensive video 
patching. It is still widely used for this purpose and 
has also become popular in computer 
installations which use coaxial cable. 


19” PATCH PANELS AND 
FACEPLATES 

stagdard 19 inch patch panels are stocked in 1 
and 2 rack unit heights with cut-outs for either 
round or DB25 connector mounting. They are 
available loaded or unloaded. Construction is of 
3mm reinforced aluminium with natural colour 
anodising. Also included are plastic faceplates for 
1 or 2 DB25 connectors. 


D SUBMINIATURE 

Male and female connectors in DEY, DA15 and 
DB25 sizes are stocked together with metal or plastic 
hoods. Solder, crimp insertable and insulation 
displacement versions are included. 


TOOLS AND DIE SETS 

This section lists any special tools needed for 
assembly of the connector range. Coaxial 
strippers are also included. 


BNC CONNECTORS 
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B86-30 &B86-02 B86-55 
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C53-113 A 

G35141D1OBN A B86-30&B86-02 B86-55 

C53-97 B B86-30 & B86-03 B86-55 

G37241D25/1BN 8B B86-30 &B86-03 B86-55 

C53-112 C B86-30 & B86-03 B86-55 
#G37141D25XNG C B86-30 &B86-03 B86-55 

C53-90 N B86-30 & B86-07X 

- 26 M . . 
C53-121 L B86-30 & B86-05 
C53-103G D B86-30 &B86-03 B86-55 


A 
G35018-10BN A 
A 


C54-01 

*C53-07 BC 
C54-03 BC 
C54-07 N 
G35070C22BN N 

‘  - p 
C53-122 S 
G35103C4BN EHJK 


B86-30&B86-02 B&6-55 


C53-124 A 
B B86-30 & B86-03 B86-55 


TC53-119 
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E \OWE DART NS = OLD A 8240 8259 8262 93°* 9907 83242 
aoe 7 oe 8241 8263 9269 9555 YR23003 
G35002Ci0BN A 9067 9259 9265 9275 
G37502C25BN BC ¥R23769 


8214 8267 YR22385 

9913 

9880 

8268 

9212 

8213 9011 9764 

8281 

9116 9248 

8216 9221 9239 83264 83269 
83265 

9207 

GREENPAR GST108351-90 1168A 
ANDREW LDF4-50A 
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“SILVER FINISH TNONCRIMPCONTACT #GOLDPLATEDPIN C54SERIES CONNECTORS FEATURE SQUARE CUT TERMINATION 


SYDNEY 649 2533 
HOBART 3428114 


BRANCHES: 
AGENTS: 


BRISBANE 854 1911 
LAUNCESTON 315545 


MELBOURNE 8900900 


PERTH 2727122 DARWIN 
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RG58 “4° 

RG59 62 

RG59 Large Conductor 
RG59 Double Shield 
RG8 213 

RG8 Large Conductor 
Ethernet 

RG214 

RG11 

RG11 Large Conductor 
Precision Video 

RG6 

RG174 179 188 

RG178 196 

Twinaxial 

RG402 (Semi-Rigid) 
Half Inch Heliax 


ADELAIDE 2118499 
815411 


BNC CONNECTORS 


TC53-86 A B86-30 & B86-02 B86-55 
G35143D10BN A B86-30 & B86-02 B86-55 
C53-87 B B86-30 & B86-03 B86-55 
G37243D25/1BN 8B B86-30 & B86-03 B&6-55 


*C53-14 
C54-09 
*C53-17 BC 


G35145D10BN A 5 B86-30 & B&6-02 B86-55 

C53-85 B 5 B86-30 & B86-03 B86-55 

G37245D25/1BN 8B 5 B86-30 & B86-03 B86-55 
TC53-125 N 4 B86-30 & B&6-15 


CABLE 
GROUP | BELDEN CABLES CABLE TYPE 
8241 8263 9269 9555 YAR23003 RG5S 62 
*C53-63 5 9067 9259 9265 9275 RG59 Large Conductor 
C54-14 5 YR237639 RG59 Dauble Shield 
*C53-23 BC 5 8214 8267 YR22385 RG8 213 
C54-17 N 5 9913 RG8 Large Conductor 


9880 Ethernet 
8268 RG214 


9212 RG 

8213 9011 9764 RG11 Large Conductor 
8281 Precision Video 

9116 9248 RGS 

8216 9221 9239 83264 83269 RG174 179 188 

83265 RG178 196 

9207 Twinaxial 

GREENPAR GST108351-90 1168A | RG402 (Semi-Rigid) 
ANDREW LDF4-50A Half Inch Heliax 
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“SILVER FINISH tNONCRIMPCONTACT C54 SERIES CONNECTORS FEATURE SQUARE CUT TERMINATION 


BRANCHES: MELBOURNE 8900900 SYDNEY 649 2533 BRISBANE 854 1911 ADELAIDE 2118499 
AGENTS: PERTH 2727122 HOBART 342811 LAUNCESTON 315545 DARWIN 815411 


BNC CONNECTORS 
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C53-94 4 NO 
G35166BN 4 NO 
C53-78 4 NO 
G35043BN 4 NO 
*C53-30 3 NO 
*C53-35 5 YES 
G35049BN 5 YES 
G3 246BN 4 YES 
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*C53-42 5 NO 
*C53-45 5 YES 
G35053BN 5 YES 


MTS 
STAD. Pas 
*#C53-27 10 


#G35007EBN 10 
*§C§3-123 13 


#3-56 UNF-2 HOLES 
§PCB MOUNT 
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*SILVER FINISH 


SYDNEY 6492533 
HOBART 342811 


MELBOURNE 8900900 
PERTH 272 7122 


BRANCHES: 
AGENTS: 


BRISBANE 
LAUNCESTON 315545 


et reer ITT UA CAPE 


*C53-41 


“C53-51 
G35032BN 


G35031BN 


4s A 


ADELAIDE 2118499 


8541911 


DARWIN 815411 


BNC CONNECTORS 


G80073BN *C53-60 Dustcap for jack 
*C53-61 Dustcap for plug 


*C53-69 Shorting cap for jack 
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ACME PART No. 
"055-03 
“055-02 BC 


BELDEN CABLES CABLE TYPE 


ec4u0c59 67991199°7 397 7 | RGS58 144 

8241 8263 9269 9555 YR23003 RGS9 62 

9067 9259 9265 9275 RGSS Large Conductor 
YR23769 RG53 Double Shield 
8214 8267 YR22385 RG8 213 

9913 RAG8 Large Conductor 
9880 Ethernet 

8268 RG214 

9212 RG11 

8213 9011 9764 RG11 Large Conductor 
8281 Precision Video 

9116 9248 RG6 

8216 9221 9239 83264 83269 RG174 179 188 

83265 RG178 196 

9207 Twinaxial 

GREENPAR GST108351-90 1168A | RG402 (Semi-Rigid) 
ANDREW LDF4-50A Half Inch Heliax 


*C55-08 
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BRANCHES: MELBOUANE 8900900 SYDNEY 649 2533 BRISBANE 8541911 ADELAIDE 2118499 
AGENTS: PERTH 2727122 HOBART 342811 LAUNCESTON 315545 DARWIN 815411 


TNC CONNECTORS 


B86-30 & B86-02 B&6-55 
C57-39 B B86-30 & B86-03 B86-55 
1G37941D25BN B B86-30 & B86-03 B86-55 


C57-202 BC 
#C57-24 N 


A B86-30 &B86-02 B86-55 
B B86-30 & B86-03 B86-55 


CABLE 
GROUP | BELDEN CABLES CABLE TYPE 


nF A 82400755 96? oir 997 294° | RGE® 47 
— B 8241 8263 9269 9555 YR23003 | RGS5962 
A C 9067 9259 9265 9275 RG59 Large Conductor 
D YR23769 RG59 Double Shield 
E 8214 8267 YR22385 RG8 213 
F 9913 RG8 Large Conductor 
G 9880 Ethernet 
H 8268 RG214 
J 9212 RGi1 
K 8213 9011 9764 RG11 Large Conductor 
L 8281 Precision Video 
M 9116 9248 RG6 
N 8216 9221 9239 83264 83269 RG174 179 188 
P 83265 RG178 196 
R 9207 Twinaxial 
S GREENPAR GST108351-90 1168A | RG402 (Semi-Rigid) 
T ANDREWLDF4-50A Half Inch Heliax 
+LARGERSTYLECOUPLINGNUT # SQUARECUT 
BRANCHES: MELBOURNE 8900900 SYDNEY 649 2533 BRISBANE 8541911 ADELAIDE 2118499 


AGENTS: PERTH 2727122 HOBART 342811 LAUNCESTON 315545 DARWIN 815411 


TNC CONNECTORS 


B86-30 & B86-02 BS6-55 
C57-41 B 5 B86-30 & B86-03 B86-55 


G35829BN 


TOR SINGLE HOL 


*SILVER FINISH 


BRANCHES: MELBOURNE 8900900 SYDNEY 649 2533 BRISBANE 854 1911 ADELAIDE 211 8499 
AGENTS: PERTH 2727122 HOBART 34 2811 LAUNCESTON 315545 DARWIN 815411 


N CONNECTORS 


B86-30 & B86-08 
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C39-103 A 
C39-104 E B86-30 & B86-06 
*C39-84 H B86-30 & B86-04 
G15161D373BN —s G B86-30 & B86-04 
C39-106 F B86-30 & B86-04 
ee CABLE. ; 
AQWEPART Na, GROUP , 
C39-15 A 
G15055C10BN =A 
*C39-22 EGHJK 
C39-07 EGJK 
GI5015C1BN—- EJK 
C39-93 S 
Laaw T 
C39-16 BC 
CABLE | at 
G15142D10BN A B86-30 & B86-08 
C39-105 E B86-30 & B86-06 


*SILVER FINISH 
BRANCHES: MELBOURNE 8900900 
AGENTS: PERTH 272 7122 HOBART 


SYDNEY 649 2533 


CABLE 

GROUP | BELDEN CABLES 

6240 625y 6262 “311 yy07 8" 2 °* 
8241 8263 9269 9555 YR23003 
9067 9259 9265 9275 

YR23769 

8214 8267 YR22385 

9913 

9880 

8268 

9212 

8213 9011 9764 

8281 

9116 9248 

8216 9221 9239 83264 83269 
83265 

9207 

GREENPAR GST108351-90 1168A 
ANDREW LDF4-50A 
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BRISBANE 854 1911 


34 2811 LAUNCESTON 315545 DARWIN 


CABLE TYPE 


RG5s5 1°1 

RG59 62 

RG59 Large Conductor 
RG59 Double Shield 
RGS 213 

RG8 Large Conductor 
Ethernet 

RG214 

RG11 

RG11 Large Conductor 
Precision Video 

RG6 

RG174 179 188 

RG178 196 

Twinaxial 

RG402 (Semi-Rigid} 
Half Inch Heliax 


ADELAIDE 2118499 
815411 


N CONNECTORS 


C39-107 A 
G15143D10OBN A 
C39-108 E 
G15143D1BN Ec 


JACK Ce 
eis  eague 
ROWE BART Ne. GRGUF: 
C39-30 A 
C39-14 EGJK 
G15022C1BN EJK 
C39-28 EGHJK 
C39-31 BC 
L44N T 


B86-30 & B86-08 
B86-30 & B&6-08 
B&86-30 & B86-06 
B86-30 & BS6-06 


FLANGE MOUNT JACK 


: CAB Ee MTe 
ACHE BER ey rie eRoue Ese 
39-37 A 14 
C39-13 EGJK 14 


*SILVER FINISH 


BRANCHES: 
AGENTS: 


SYDNEY 6492533 
HOBART 342811 


MELBOURNE 8900900 
PERTH 2727122 


CABLE 

GROUP | BELDEN CABLES 

62408 598 6 931199°7 "3" ~ 
8241 8263 9269 9555 YR23003 
9067 9259 9265 9275 

YR23769 

8214 8267 YR22385 

9913 

9880 

8268 

$212 

8213 9011 9764 

8281 

9116 9248 

8216 9221 9239 83264 83269 
83265 

9207 

GREENPAR GST108351-90 1168A 
ANDREW LDF4-50A 
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BRISBANE 854 1911 


LAUNCESTON 315545 DARWIN 


CABLE TYPE 

RG” 1°71 

RGS59 62 

RGS59 Large Conductor 
RG59 Double Shield 
RGB 213 

RG& Large Conductor 
Ethernet 

RG214 

RG11 

RG11 Large Conductor 
Precision Video 

RG6 

RG174 179 188 

RG178 196 

Twinaxial 

RG402 (Semi-Rigid) 
Half inch Heliax 


ADELAIDE 211 8499 
815411 


N CONNECTORS 
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7C39-78 
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Also suits UHF series 


SSILVER FINISH TSCREW MOUNT 


BRANCHES: MELBOURNE 8900900 SYDNEY 6492533 BRISBANE 854 1911 ADELAIDE 211 8499 
AGENTS: PERTH 272 7122 HOBART 342811 LAUNCESTON 315545 DARWIN 815411 


TWIN CONNECTORS 


G70006D334 B86-30 & B86-05 


Can be used as full crimp 
orclamp & solder 


IBM reference number 7362229 


G70013 


IBM Ref 7364498 


G70010 


IBM Ref 6851167 


These connectors are used extensively on IBM systems 34, 36, 38 & 


AS400. The plug is designed to accept cables to IBM specification 
7362211 (Belden 9207) butis also suitableforoth r‘w x ‘cb’. 


G70004 


IBM Ref 4178270 
BRANCHES: MELBOURNE 8900900 SYDNEY 649 2533 BRISBANE 8541911 ADELAIDE 211 8499 
AGENTS: PERTH 2727122 HOBART 342811 LAUNCESTON 315545 DARWIN 815411 


UHF CONNECTORS 


A B86-30 & B86-02 B86-55 
C32-45 B B86-30 & B86-03 B86-55 
C32-69 C B86-30 & B86-03 B86-55 
C32-46 E B86-30 & B86-06 
C32-55 J B86-30 & B86-06 
C32-54 L B86-30 & B86-05 


eR 


289 5) 


CABLE 
GROUP | BELDEN CABLES 


“ROWE : DART Yo. .SAOU?- A 240825 8262 311 0 83 4 
oe as setae Mee pail B | 8241 8263 9269 9555 YR23003 
C32-42 A 9067 9259 9265 9275 
C32-36 EJK YR23769 


8214 8267 YR22385 

9913 

9880 

8268 

9212 

8213 9011 9764 

8281 

9116 9248 

8216 9221 9239 83264 83269 
83265 

9207 

GREENPAR GST108351-90 1168A 
ANDREW LDF4-50A 
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SYDNEY 649 2533 
HOBART 342811 


BRISBANE 854 1911 
LAUNCESTON 315545 


BRANCHES: 
AGENTS: 


MELBOURNE 890 0900 


PERTH 272 7122 DARWIN 


7C32-24 
{032-25 


TREDUCING ADAPTOR 


C39. 19 
C32-20 


Mounting No.14 (page 25). 


CABLE TYPE 


A1 
RG59 62 
RG59 Large Conductor 
RG59 Double Shield 
RG8 213 
RG8 Large Conductor 
Ethernet 
RG214 
RG1i 
RG11 Large Conductor 
Precision Video 
RG6 
RG174 179 188 
RG178 196 
Twinaxial 
RG402 (Semi-Rigid) 
Half Inch Heliax 


ADELAIDE 211 8495 
815411 


UHF CONNECTORS 


*C32-37 


For use with all 25.4mm square 
flange mount receptacles. 
8.6mm entry hole. 


eaten, ye 


*SILVER FINISH 


BRANCHES: MELBOURNE 8900900 SYDNEY 649 2533 BRISBANE 8541911 ADELAIDE 211 8499 
AGENTS: PERTH 2727122 HOBART 342811 LAUNCESTON 315545 DARWIN 815411 


SMA CONNECTORS 


$G65121D10 A 
+G65121D22 N 


G65161K10 A 
G65161K22 N 
G65101B73 S 


CABLE 
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GOLD PLATED BODIES AND CENTRE CONTACTS ON ALL SMA 


TNON-CRIMP CONTACT 


SYONEY 649 2533 
HOBART 342811 


BRANCHES: 
AGENTS: 


MELBOURNE 8900900 
PERTH 272 7122 


BRISBANE 
LAUNCESTON 315545 


B86-30 & B86-02 B&6-55 
B86-30 & B86-15 


es 


aay 


B86-30 & B86-02 B&6-55 
B86-30 & B&6-15 


GROUP | BELDEN CABLES 


ver ueu9 8262 9311 9907 83°49 
8241 8263 9269 9555 YR23003 
9067 9259 9265 9275 

YR23769 

8214 8267 YR22385 

9913 

9880 

8268 

9212 

8213 9011 9764 

828 

9116 9248 

8216 9221 9239 83264 83269 
83265 

9207 

GREENPAR GST108351-90 1168A 
ANDREW LDF4-50A 


8541911 
DARWIN 


CABLE TYPE 


RG58 141 

RG59 62 

RG59 Large Conductor 
RGSY Double Shield 
RG8 213 

RG8 Large Conductor 
Ethernet 

RG214 

RGi11 

RG11 Large Conductor 
—recisonV eo 

RG6 

RG174 179 188 

RG178 196 

Twinaxial 

RG402 (Semi-Rigid) 
Half Inch Hejiax 


ADELAIDE 2118499 
815411 


SMA CONNECTORS 


B86-30 & B86-02 B86-55 
B86-30 & B86-15 


TG65125D10 A 
$G65125D22 N 6 


A 6 
G65165K22 N 6 
G65105B73 S 6 


CABLE 

GROUP | BELDEN CABLES 

8240 8259 8262 9311 9907 83242 
8241 8263 9269 9555 YR23003 
-O_7 -2_.. .26_ _27- 

YR23769 

8214 8267 YR22385 

9913 

9880 

8268 

9212 

8213 9011 9764 

8281 

9116 9248 

8216 9221 9239 83264 83269 
83265 

9207 

GREENPAR GST108351-90 1168A 
ANDREW LDF4-50* 


Epa degcn 


Suan Sabre Rear sie 


Oe Pa lee 
ued 


aKa 


Ww 


AMPDVZSFARCLTOmWMO! 


TNON-CRIMP CONTACT SINGLE HOLE MOUNT JACKS CAN BE USED AS CABLE JACKS BY REMOVAL OF NUT AND WASHER 
GOLD PLATED BODIES AND CENTRE CONTACTS ON ALL SMA 


BRANCHES: 
AGENTS: 


SYDNEY 649 2533 
HOBART 342811 


MELBOURNE 8900900 
PERTH 272 7122 


BRISBANE 854 1911 


LAUNCESTON 315545 DARWIN 


CABLE TYPE 


RGS58 141 

RGS59 62 

R _59 Large Conductor 
RG59 Double Shield 
RG8 213 

RG8 Large Conductor 
Ethernet 

RG214 

RG11 

RG11 Large Conductor 
Precision Video 

RGE6 

RG174 179 188 

RG178 196 

Twinaxial 

RG402 (Semi-Rigid) 
Haif inch Heliax 


ADELAIDE 211 8499 
815411 


BETWEEN SERIES ADAPTORS 


In addition to the complete adaptors shown above, other combinations 
can be assembled using a coupler and connector faces. To tighten use a 
pair of BB6-54 spanners (page 24}. 


A rh TT || I 


GST102405-50 Straight G501BN 


ieee G502BN 
Se TGSIO16HBN = Flange mount G507BN BNC Male 
e G5SO08BN BNG Female 
GST103760-50 Tee G511BN TNC Male 
G5ST2BN TNC Female 
G513BN UHF Male 
G 14B UHF Female 
G535BN SMA Male 
G536BN SMA Female 
Ne.. GONTENTS 0 0 BY a: | 
Coupler 5 This 50 Ohm kit comes 
BNC Male 1 complete with spanners, 
BNC Female { couplers and a selection 
SMA Male 1 of connector faces. 
SMA Female 1 
N Male 1 
N Female 1 
UHF Male 1 
LIHF Female 1 
TNC Male 1 
TNC Female 1 
Spanners 2 
tMOUNTING NO 14 (PAGE 25) ALLITEMS SHOWN ARE 50 OHM. 75 CHM COUPLERS AND FACES ARE ALSO AVAILABLE. DETAILS ON REQUEST. 
BRANCHES: MELBOURNE 8900900 SYDNEY 649 2533 BRISBANE _—- 8541911 ADELAIDE 2118499 
AGENTS: PERTH 272 7122 HOBART 342811 LAUNCESTON 3715545 DARWIN 815411 


#C44-38 


#SHELL ONLY 


A 

B 11945 Solder cup 
Cc C39-55 

D 11938 Hex plug 

E 11896-3 Cover plate 
F C39-53 


flange. 


CABLE 
GROUP | BELDEN CABLES 
4 4259 e262 7311777 3 
8241 8263 9269 9555 YR23003 
9067 9259 9265 9275 
YR23769 
8214 8267 YR22385 
9913 
9880 
8268 
9212 
8213 9011 9764 
8281 
9116 9248 
8216 9221 9239 83264 83269 
83265 
9207 
GREENPAR GST108351-90 1168A 
ANDREW LDF4-50A 


AMNTDVZSEFrFACTOMMVOD>Y 


TMACHINED ALUMINIUM BODY 


SYDNEY 649 2533 
HOBART 342811 


BRANCHES: 
AGENTS: 


MELBOURNE 890.0900 
PERTH 272 7122 


BRISBANE 854 1911 


LAUNCESTON 315545 DARWIN 


N series flange mount jack receptacle 


Junction block & 8 screws 


Termination for RG8 11 213 


Block will accept any flange mount plug 
or jack receptacle with 25.4mm square 


CABLE TYPE 

RG'8 1-1 

RGS59 62 

RG59 Large Conductor 
RGS59 Double Shield 
RG8 213 

RG8 Large Conductor 
Ethernet 

RG214 

RG11 

RG11 Large Conductor 
Precision Video 

RG6 

RG174 179 188 

RG178 196 

Twinaxial 

RG402 (Semi-Rigid) 
Half inch Heliax 


ADELAIDE 2118499 
815411 


RF ACCESSORIES AND PIECE PARTS 


GST10873 


BLACK C96-01BK C96-03BK C96-06BK 
BROWN C96-01BN C96-03BN C96-06BN 
BLUE C96-01BU C96-03BU C96-06BU 
GREEN C96-01GN C96-03GN C96-06GN 
GREY C96-01GY G96-03GY C96-06GY 
ORANGE C96-010R C96-030R C96-060R 
RED ----1... C9_-.3..D C96-06RD 
VIOLET C96-01VI C96-03VI C96-06V] 
WHITE C96-01WH C96-03WH C96-06WH 
YELLOW C96-01YL C96-03YL C96-06YL 
= AGE PART Ne : “ 
R123FSR 
L oe He ACHE ® BTN 
; 4-38-1 Solder tag 9.7mm ID internal star 
ae GST101516-11 Soldertag 19.3mm !D twin series 
| 
pe 
ne 
ee 
ACME PART No. : 
1-1201-2M99 9.7mm ID 12.7mm D mounting hole 
12228 11.14mm ID 12.7mm mounting hole 
12228-1 12.7mm ID 14.3mm mounting hole 
BINS AND GalNP SLEEVES | 


ACW E PART No. 


ke eRe a) 


G100973-12 
12090-3 
12090-6 
12090-9 
12090-12 


MELBOURNE 8900900 
PERTH 272 7122 


BRANCHES: 
AGENTS: 


SYDNEY 
HOBART 342811 


Sleeve to suit RG58 141 

Sleeve to suit RG59 62 

Sleeve to suit RG8 11, 213 

Sleeve to suit Belden 8281 & 9207 


649 2533 BRISBANE 854 1911 


LAUNCESTON 315545 


ee A ORO Em Se ee ey 


Pin to suit G70006D334 


ee VERT 


ADELAIDE 2118499 
DARWIN 815411 


C93 RF PATCHING SYSTEM 


93 push-on series provides a simple and 
efficient video patching system without having 
to change from BNC series connectors. Standard 
BNC plugs fit the push-on jack in front of the panel 
and the conventional at the rear. Completely 
isolated from the panel with nylon washers, the 
connector provides static behind panel termination 
as well as push-on patching at the front. Contacts 
are gold plated and bright nickel finish is standard 
on connector bodies. The BNC push-on feature of 
the connector makes patching simplicity itself. 
Acme’s design offers identical electrical 
characteristics to standard BNC series jack-jack 
adaptors. 


ISO SIC SIS OSU aT 


Fitted with isolated 
video & earth ground with 
test points. push-on one 
Plugs are on end. Mounting 
20.6mm hole 12.7mm. 
centres. Mounting 

spanner for 

C93-01. 

(page 24}. 


SLEPATCR PANEL 


JP40-WBA 


ot 


Pera ll 


JP40-WBAS _ Fitted with 
C93-01 
connectors. 


The patch panels illustrated comprise 2 rows of 20 hales on 20.6mm centres. Wire brushed anodised finish is standard. The panels are 2 RU (89mm) 
high and fit standard 19” racks. 


BRANCHES: MELBOURNE 8900900 SYDNEY 649 2533 BRISBANE 854 1911 ADELAIDE 2118499 
AGENTS: PERTH 272 7122 HOBART 342811 LAUNCESTON 315545 DARWIN 815411 


19'' PATCH PANELS AND FACEPLATES 


JP40-WBA 40 hole 12.7mm ID. 2 RU high. 
JP40-WBAS Above fitted with C93-01 connectors 


208 a 0 ppp lg EN red HE PRB 7 A LAE DP FT || ee a ORO YALE OR SOT Grn oa mr I i AI OR nn ree LTT RAST STREETS EE Eg AIA Al ORL UTEP rR | RE ARTY FREE TITY_TOT 


JP40L-WBA 40 hole with 12.7mm ID isolating 
washers. 2RU high. 

JP20-WBA 20 hole 12.7mm |D. 1 RU high. 

503897 Designation strip complete 

HE2643 Blanking plug for 12.7mm hole 

po cM  r  Src  ahee A o  Oe es 
Unloaded 
Loaded with solder females 
/B HOLE DEQS PANELS = HORIZONTAL 
\OWE DART Neo 


JP16-25H Unloaded 
JP16-25HS Loaded with solder females 


ATME PART Na, 
CPI 1 position unloaded 
CP125S 1 position fitted with solder female 
CP2 2 position unloaded 
CP225S 2 position fitted with solder female 
BRANCHES: MELBOURNE 8900900 SYDNEY 649 2533 BRISBANE 8541911 ADELAIDE 2118499 


AGENTS: PERTH 2727122 HOBART 342811 LAUNCESTON 315545 DARWIN 815411 


D SUBMINIATURE CONNECTORS 


Pressed Contacts 
C99-01 | DES male body 
C99-03 DE9 female body 
C99-05 DA15 male body 
C99-07 DA15 female body 
C99-09 DB25 male body 
C99-11 DB25 female body 
C99-13 Male crimp pin 
C99-15 Female crimp contact 


Machined Contacts 
DES male connector 
DES female connector 
DA15 male connector 
DA15 female connector 
DB25 male connector 
DB25 female connector 


aan 
mae 


2 ce aie 


Fits DES connector 
C99-33 Fits DA15 connector 
C99-34 Fits DB25 connector 


ee tr a 


i\ 


fh 


Fits DES connector 
Fits DA15 connector 
Fits DB25 connector 


 REWECAET Ne. SESCRIE 


mst nm ee err err | Tet err eR LL ALL AL nL TT CGAStE ALLL Anam nm hrrmslassthm arerrtrteetemrte AM aA 


C99-30 DB25 male connector 
C99-31 DB25 female connector 
BRANCHES: MELBOURNE 8900900 SYDNEY 649 2533 BRISBANE 854 1911 ADELAIDE 211 8499 


AGENTS: PERTH 2727122 HOBART 342811 LAUNCESTON 315545 DARWIN 815411 


TOOLS AND DIE SETS 


SVE ae 


Sur 


To suit RG58 
59 & 62 
(Excluding 
N Series 
contacts} 


RG58 141 (except N series pins) 


B86-03 BCD RG 59 62 BELDEN 9259 

B86-04 GH RG214 BELDEN 9880 

B86-05 LRM RG6 BELDEN 8281 9207 

B86-06 EFUK RG8 11 213 

B86-07X N RG174 188 (C53-90 only) 

B86-08 A RG58 141 (N series only) 

Bs6 15 NP RG174 178 179 180 187 188 196 (Tail crimp only) 


Tool with Tool with 


3 blades 3 blade 
B86-51 Replacement cassette 
blades B86-53 Replacement 
3 blade. 
cassette 


Mounting B86-54 Assembly 
spanner for spanner for 
C93-01 adapter faces 


For use with 
pressed 
contacts 


BRANCHES: MELBOURNE 8900900 SYDNEY 649 2533 BRISBANE 8541911 ADELAIDE 2118499 
AGENTS: PERTH 2727122 HOBART 34 2811 LAUNCESTON 315545 DARWIN 815411 


CABLE GROUP TABLE 


CABLE 
GROUP BELDEN CABLES CABLE TYPE 


8240 8259 8262 9311 9907 83242 RG58 141 

8241 8263 9269 9555 YR23003 RG59 62 

9067 9259 9265 9275 RG59 Large Conductor 
YR23769 RG59 Double Shield 
8214 8267 YR22385 RG8 213 

9913 RG8& Large Conductor 
9880 Ethernet 

8268 RG214 

9212 RGT11 

8213 9011 9764 RG11 Large Conductor 
8287 Precision Video 

9116 9248 RG6& 

8216 9221 9239 83264 83269 RG174 179 188 

83265 RG178 196 

9207 Twinaxial 

GREENPAR GST108351-90 1168A RG402 (Semi-Rigid) 
ANDREW LDF4-50A Half Inch Heliax 


OO > 


ANDVSASCFPACTOA MMV 


MOUNTING INFORMATION 


ALL MEASUREMENTS IN mm 


BRANCHES: MELBOURNE 8900900 SYDNEY 649 2533 BRISBANE $54 1911 ADELAIDE 211 8499 
AGENTS: PERTH 2727122 HOBART 342811 LAUNCESTON 315545 DARWIN 815411 


SUPPLIER CROSS REFERENCE 


PART NO. PART NO. PART NO. PART NO. 
15022C1BN G15022C1BN | SBN —«| «GS1iBN 
"SBN SGSISEN 
535BN 
35002G10BN__G35002C10BN_ | 
35031BN | ~G35031BN 

/35032BN | —-G35032BN 
35084BN | G35034BN | 
350438N (| —G35043BN_| 

- 350538N | ‘G3S053BN 


501BN 


501BN 


502BN G5026N 


ADELAIDE 211 8499 


SYDNEY 649 2533 
HOBART 342811 


BRISBANE 8541911 
LAUNCESTON 315545 


MELBOURNE 890 0900 
PERTH 2727122 


BRANCHES: 


AGENTS: 815411 


DARWIN 


SUPPLIER CROSS REFERENCE 
ACME 


KINGS ACME KINGS 
PART NO. PART NO. || PART NO. PART NO. 
5 


PARTNO. | PART NO. 
B86-08 
B86-15 
a ae 
SPECIALTY 
PARTNO. | PARTNO 


28P114-1 C53-11 


C53-60 C53-42 
C53-69 C39-39 
C53-61 C53-30 
C57-11 C53-63 


N 


C57-12 C53-23 
C53-41 
C55-07 
UG932A/U | C55-02 
C53-56 
1-1201-2M9 
C96-06BN 
C96-06BK 
C96-06RD 
C96-060R 
C96-06YL 
C96-06GN 
C96-06BU 
C96-06VI 
C96-06GY 
C96-06WH 
C96-01BN 
C96-01BK 
C96-01RD 
C96-010R 
C96-01YL 
C96-01GN 
C96-01BU 
C96-01V1 
C96-01GY 


7-18 


KC-19-152 C53-125 
KC-19-89 C53-85 
KC-39-38 C53-86 


C53-87 
C53-90 
C53-124 
C53-119 


KC-59-291 C53-113 
KC-59-294 C53-97 
KC-59-299 C53-121 


KC-59-482 C53-112 
KC-59-593M06 | C53-126 
C 


KA-91-03 C 


C53-123 
C53-94 
C53-78 
C53-114 
C44-38 


C53-80 
C39-84 
C55-03 
C55-08 
C39-22 
C39-28 


ca6-oiWh 
4-381MCS 4-381 
ens CE 
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US MIL-SPEC CROSS REFERENCE 


REFERENCE PART NO. NUMBER 
UPTON 


UGi60CI 
_ uG24BU | C8355 | 
uGz0NU——C«dCe7sid|C( i 
ueseewu—«tscseagss—iC(iSC*d 
_ UGA | C5BSE 
C53-42 _ 
C53-30 i 
5 

UG931/U C55-07 

UG932A/U C55-02 


ucTIO4NU «|= 356 


The above products are manufactured in USA by Kings Electronics Inc, a QPL 
(Qualified Products List) approved manufacturer of connectors. This 
represents only a few of the products for which Kings has approval. For further 
details contact the Acme outlet in your state. 
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COAXIAL CABLE DIMENSIONS 


DIAMETERS (mm) 


DIELECTRIC 
tious aa ie 
5013 ross ren 
7 oe ae 


CENTRE CONDUCTOR 
STRANDING 

SOLID 

SOLID 


DESCRIPTION AND/OR 


MIL SPECIFICATION 
RG402 TYPE SEMI-RIGID 


RG1t1/U TYPE | 75 


RG8/U TYPE 50 


ae lngieu eee 


RG58/U JAN-C-17A 53.5 


7x19 
7X34 
SOLID 


AWG 

ee 

ae 

ial 

8240 495 (288 a 
SOLID 22 | RGS9/U JAN-C-17A 73 

Ea 

0 

23 

3 

ee 


2287 oan ae 
8268 1.24 


19x 32 RGS8A/U JAN-C-17A 50 
19x32 RGS8C/U MIL-C-17F 


SOLID RG59B/U MIL-C-17D 75 


© 
» 
wo 
| 
m 


7X21 RG213/U MIL-C-17D 


7X21 RG214/U MIL-O-17F 


8281 5.03 SOLID 2000 PRECISION VIDEO 75 
9011 7.24 SOLID 44 RG11/U TYPE 75 
9067 3./1 SOLID 2000 RG59/U TYPE 75 
9116 699 4.57 SOLID 18 RG6/U TYPE 75 


19 
14 
11 
26 
20 
22 
20 
23 
13 
13 
20. 
14 
20 
18 
20 
30 
26 
zo (acseurvee 
so 
—— 


7x30 


9275 3.71 
eatt ore 
9764 f 24 
9880 6.27 | 
9907 ?.61 | 


7x30 


22 
a 
SOLID eo 
20 


SOLID 
19x32 


19x32 


9913 10.29 7.24 


83269 1.52 7X34 RG188A/U MIL-C-47D 
vrasos raise SOLID 75 


YR23769 6.30 3.70 


SOLID RG59 DOUBLE SHIELD 75 
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2-65 
32-66 
32-69 


102505-4. 
13 


7-10 
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ART NO 
204 
205 
254 
86-07% 
9199 
263 
020 
86-42 
27-6 
7-9 
27-11 
27-13 
27-14 
32-4 
32-8 
32-14 
32-19 
32-20 
2-21 
32-22 
32-24 
32-25 
32-28 
32-30 
2-32 
2-36 
G106/U 
o-42 
32-43 
32-44 
32-45 
32-46 
32-54 
32-55 
39-07 
39-09 
39-10 
39-11 
39-12 
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815411 


ADELAIDE 2118499 


DARWIN 


854 1911 


LAUNCESTON 315545 


BRISBANE 


SYDNEY 649 2533 
HOBART 342811 


MELBOURNE 8900900 
PERTH 2727122 


BRANCHES: 
AGENTS: 


PRATNO. [wan [PARTNO. (NO. 
PART NO. PARTNO. __[NO. 
es7-202  |ACME |C57-202 |B 
ae es ees es 
co3-01 ACME [Cosi 21 
ee ee ee 
cas-01BK KIN, |1-1483-10 [20 
KIN 
[ca6.01GN (KIN 
C96-01GY 
KIN 
KIN 
KIN 
C96-03BK KIN }4-1490-10 
[co6-038N {KIN [114907 [20 
11490-8 
C96-03GN KIN 
KIN 
1-1490-2 
KIN 
114909 
[e96-03YL___|KIN 
KIN 
KIN, [114641 [20] 
14646 
C96-06GN KIN 
c96-060R [KIN 
KIN 
Cop-0ewH [KIN [1.14849 [20 
[C96-06YL (KIN |1-1464-4 
eee ees eee ee 
Ce 
coos TT 
e905 | 
e078 
coos | 
CS ee ec 
cos LS 
cots || 
ES a 
a 
coe22 | 
CO es 
Ce De 
Ca 
Cs es 
cos 
coost | 
cogs2 TT 
c33 || 
cooga | 
cooas | 
co-36 | 
CE a ec 
ar A eee ae 


BRANCHES: 
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MELBOURNE 8900900 
PERTH 272 7122 


HOBART 342811 
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ACME OFFICES 


HEAD OFFICE AND VICTORIA 

205 Middleborough Road 

Box Hill Vic 3128 

Phone (03) 890 0900 Fax (03) 899 0819 


ACME AGENTS 


WESTERN AUSTRALIA 

J.G. Thomas and Associates 

5 Durham Road 

Bayswater WA 6053 

Phone (09) 272 7122 Fax (09) 272 7641 


QUEENSLAND 

62 Doggett Street 

Fortitude Valley Qld 4006 

Phone (07) 854 1911 Fax (07) 52 3419 


NORTHERN TERRITORY 

Integrated Technical Services Pty Ltd 
44 McMinn Street 

Darwin NT 5790 

Phone (089) 81 5411 Fax (089) 81 5870 


NEW SOUTH WALES 

3/12 Victoria Street 

Lidcombe NSW 2141 

Phone (02) 649 2533 Fax (02) 6465728 


TASMANIA 

W.P. Martin Pty Ltd 

202 Argyle Street 

Hobart Tas 7000 

Phone (002) 34 2811 Fax (002) 34 4052 


SOUTH AUSTRALIA 

108 Gilbert Street 

Adelaide SA 5000 

Phone (08) 211 8499 Fax (08) 211 7292 


W.P. Martin Pty Ltd 

32 Canning Street 

Launceston Tas 7250 

Phone (003) 31 5545 Fax (003) 31 4256 
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